Vilora Slone was the daughter of Isaac Slone 
and Beckie Slone. She was married to Cleveland Huff, 
the son of Henry Huff and Martha Grigsby. To this 
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union was born nine children: 
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Lark Huff 
Sidney Huff 
Bruce Huff 
Madie Huff 
Madge Huff 
Com Huff 
Floria Huff 
Creasie Huff 
Mont Huff 


ARMINDA SLONE 


Arminda Slone was the daughter of James Slone 
and Frankie Smith. She had one child: 
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